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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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FOREWORD 

This Indian Standard was adopted by the Bureau of Indian Standards on 20 February 1990, after 
the draft finalized by the Conveyors, Vertical Hoists and Bucket Elevators Sectional Committee 
had been approved by the Heavy Mechanical Engineering Division Council. 

Screw feeders are important functional sub-system of the continuous material handling system. 

This Indian Standard attempts to lay down the requirements to be specified by the purchaser 
at the time of his enquiry and order to enable the manufacturer to understand his requirements 
and to offer an appropriate screw feeder. 
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1 SCOPE 

1.1 This Indian Standard prescribes the require- 
ments for screw feeder to be supplied by the 
purchaser. 

2 INFORMATION TO BE SUPPLIED 

2.1 The purchaser of a screw feeder shall 
specify his requirements to the manufacturer 
with his enquiry and with his order. The 
important requirements to be specified shall be 
according to 2.2.1 to 2.4.3. 

2.2 General 



2.2.1 Size of screw feeder. 
Nominal diameter ( mm ) . 



2.2.12 Type of drive. 



2.3 Material to be Handled 

2.3.1 Description 

2.3.2 Density Bulk density _ 



2.3.3 Moisture content, Max_ 

, Min 



Normal 



2.3.4 Lump size, Max_ 

, Min_ 



_ Screen analysis 



2,2.2 Capacity of screw feeder: 
Peak output 



2-3.5 Abrasive/Non-abrasive/Corrosive 

2.3.6 Test required 

2.3.7 Temperature 



Design output _ 
Normal output . 



m 3 /h, 

_m 3 /h, and 
m 3 /h. 



2.3.8 Ambient temperature^ 

2.3.9 Humidity 



2.2.3 Details of any special operating conditions, 
such as damp or corrosive atmosphere, fire or 
explosion hazards, abnormal ambient tempe- 
rature, system pressure, etc . 

2.2.4 Length: Centre line of inlet to centre line 
of outlet m. 

2.2.5 Overall length inside trough and plates 

m. 



2.2.6 Restrictions on space avilable . 
by m by m. 



m 



2.2.7 Inlet opening size_ 

m, Width. 

2.2.8 Outlets, Type_ 



m, Length 
Number 



2.3.10 Open or indoor application 

2.3.11 Other characteristics 

2.4 Electrical 

2.4.1 Manufacturer to supply motor 

Yes/No. 

NOTE — In case 'Yes', specify details. 

2.4.2 Manufacturer to supply starter 

Yes/No. 

NOTE — In case 'Yes', specify details. 

2.4.3 Power supply Voltage . 

ac/dc three/single phase. 



Position. 

2.2.9 Materials of construction. 

2.2.10 Sealing 



Frequency _ 



Hz. 



2.4.4 Other requirements. 



2.2.11 Weather proofing 



2.5 Where purchaser is not able to specify any 
of the above mentioned requirements, these 
shall be as agreed to between the purchaser and 
the manufacturer. 



Stand »rd Mark 

The use of the Standard Mark is governed by the provisions of the Bureau of Indian Standards 
Act, 1986 and the Rules and Regulations made thereunder. The Standard Mark on products 
covered by an Indian Standard conveys the assurance that they have been produced to comply with 
the requirements of that standard under a well defined system of inspection, testing and quality 
control which is devised and supervised by BIS and operated by the producer. Standard marked 
products are also continuously checked by BIS for conformity to that standard as a further safe- 
guard. Details of conditions under which a licence for the use of the Standard Mark may be granted 
to manufacturers or producers may be obtained from the Bureau of Indian Standards. 



Bureau of Indian Standards 

BIS is a statutory institution established under the Bureau of Indian Standards Act 9 1986 to promote 
harmonious development of the activities of standardization, marking and quality certification 
of goods and attending to connected matters in the country . 

Copyright 

BIS has the copyright of all its publications. No part of these publications may be reproduced in 
any form without the prior permission in writing of BIS. This does not preclude the free use, in 
the course of implementing the standard, of necessary details, such as symbols and sizes, type or 
grade designations. Enquiries relating to copyright be addressed to the Director ( Publications ), 
BIS. 

Revision of Indian Standards 

Indian Standards are reviewed periodically and revised, when necessary and amendments, if any, 
are issued from time to time. Users of Indian Standards should ascertain that they are in 
possession of the latest amendments or edition. Comments on this Indian Standard may be sent 
to BIS giving the following reference: 
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